From: 

Sent: 

To: 


Cc: 

Subject: 


Khan, Annie (DPH) 

Friday, February 18, 2011 7:06 AM 

Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Saunders, Della 
(DPH); Lawler, Michael (DPH); Corbett, Kate (DPH); Glazer, Lisa (DPH); Frasca, Daniela 
(DPH); Renczkowski, Daniel (DPH); Medina, Nicole (DPH); Tan, Zhi (DPH); Sprague, 
Shirley (DPH); Phillips, Gloria (DPH); Zanolli, Janice (DPH); Tran, Mai (DPH) 

Khan, Annie (DPH) 

Farewell Party for Stacey 


Hi Everyone, 

We are planning on have a Farewell Party for Stacey on Friday Feb 25th @ 12:00 pm outside the Evidence Office. 
We will be ordering lunch and purchasing gift. 

If you would like to contribute, $5.00 (gift only) and $10.00 (pizza & gift). 


PS: Please give any contributions to Betsy or myself. 
Thanks 


Annie 
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